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Message Text 

CONFIDENTIAL 

PAGE 01 ACCRA 07591 031610Z 
ACTION OC-06 

INFO OCT-01 AF-10 ISO-OO CCO-OO OCL-OO SY-05 FBOE-OO 
A-01 OCPE-OO /023 W 

022269 032059Z/64 

R 031450Z OCT 77 
FM AMEMBASSY ACCRA 
TO AMEMBASSY MONROVIA 
INFO AMEMBASSY ABIDJAN 
SECSTATE WASHDC 41 1 

CONFIDENTIAL ACCRA 7591 

DEPT FOR OC/PE, ABIDJAN FOR RSO AND TSO FROM RCO 

E.O. 11652: GDS 

TAGS: ASEC AFAC 

SUBJ: CCC RENOVATION, ACCRA 

REF: (A) MONROVIA 6841, (B) ACCRA 7590 

RE REF (A) PARA 4.C (6): SINCE IT WILL NOT BE POSSIBLE FOR 
CONTRACTOR TO HAVE THESE ITEMS INSTALLED PRIOR TO MOVING 
THE VAULT DOOR, REQUEST ATO HAVE ITS INSTALLING TECHNICIANS 
ALSO MOUNT AND INSTALL THE CMDP AND REMOTE CONTROL PANEL 
ON THE WALLS AND CONNECT TO PIGTAINS ON THE OPPOSITE SIDE 
OF THE WALL. 

SMITH 


CONFIDENTIAL 
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Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 03-Oct-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ACCRA07591 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D770360-0474 
Format: TEL 
From: ACCRA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t197710103/aaaadjjx.tel 

Line Count: 40 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 417ba423-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 77 MONROVIA 6841 , 77 ACCRA 7590 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 03-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 743093 
Secure: OPEN 
Status: NATIVE 

Subject: CCC RENOVATION, ACCRA 
TAGS: ASEC, AFAC 
To: MONROVIA 
Type: TE 
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